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MEMOBASDUM FOR: Director of Logistic* 

:a : Deputy Director (Support) /*/>^AUG 30 1957 


SUBJECT: Sstabliahmnt of Jfumtricsl Requirements . 

for Initial Procurement 

KiFTHESCE* Procedure for Establishing Bumrloal Begnlnmmnta, 

MBl-5olO/3 - 

• ■ *■’ w 

<-• fc* s * 

1. In accordance with the referenced procedure, the SD/P 
Materiel Board haa considered certain item nr fended by the 
Technical Services Staff for procurement and stockpiling. The 
tidings of the Board are a a follows: 


a. Portable Privacy System (TBB/APD Project P-121) 
- no stock control number. 


(1) Classification reccmeaded: Limited Standard 

(2) numerical requirement for initial procure* 
ment : Hone 

(3) Additional pertinent information: The Board 
understands that 20 units together with 7 adapter units 
were originally procured by TBS and subsequently Issued 
to the Office of Ifeysicai Security, which now has a fc 
substantial portion of the original group stored in the 
Washington ares. It Is recommsnded that these item 

be located and those not in use or contemplated for use 
be returned to general stock for issue to other elements 
of the Agency as the need arises. The Board requests 
that it be advised of the number sad condition of 
serviceability of the item thus mads available. 
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25X1 C 


CONFIDt'N I IA1 


25X1A 


This item la non-recurring , gov* road by 
those on hand; ia not a C=^.d War Contiageney lb**; 
i.j-e * not replace other etc rs. item. 



25X1A 


(1) Claaaifl cation recommended: 

(2) Numerical requirement for Initial procure- 
ment: 200 each (pad of 100 sheets, 3$ x 5i" / 

(3) Additional pert la* nt information) A* may 
be noted on the breakdown of require— nta, attached, 
the estlnatea of the Area Divisions total 153 aach 

for tvo year* requirement, lb* lar*sr nart tr suggseted 
by the Board Includes an allowance for a mlnlmmstock 
level of fifty units in addition to ths sst lasted 
iHvlalmnal nt* . This UgSMfJg 


25X1 C 


if possible; is not a Cold War Contingency item; does 
not replace other stock it«a. 



[il 


25X1A 

25X1A 


Classification recoMsndeds Interim Standard 
Nine r leal requirement for initial procure- 
ment: 100 each (books of >0 sheets, 8 x 11") 

(3) Additional pertinent Information t Area 
Division estimated requirement# for two years total 52 
units. The larger number recommended by ths Board 
includes an allowance for a minimum stock level of 50 
units in addition to the estimated divisional require - 
ments- This item mav be recurring; WWHHH 

not a Cold War Contingency item; does not replace 
ether stock 11 


i. Water Purification lit (Stock control amber - 

. 4c 10-005 -lo3o) 


(1) Classification recommended t 

(2) Numerical requirement for initial ptMure- 
aent : none 

(3) Additional pertinent information j Area 
Division estimated requirements for two years, 152 units 
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Confidential 


plus Cold War Contingency re quirereent# , 136 unit*, 
trialing 2S8 unit* are met by ich 659 unit* the Board 

25X1A 

If poaslble ; is a Cold War Contingency item but does 
net replace items presently stockpiled. 

e. Stainless Steel Container 7 x 9 x 1#* (8tock 

■ittrcl number - 7/6110-000- ip 96) 



mis item is understood by the Board to hare passed 
ir*r normal procurement channels. Ho initial require- 
ment should thus be stated. However, information supplie 
to the Board in the course of tbs surrey indicates that 
a minima stock level of 50C units is desirable aad> 

Is re- oarer nded by the Board. 

f. Stainless Steel Container, 7x9x8" (Stock 
control number - 7/6110-005-692**) 


25X1A 


25X1A 


(1) Classification recn— nlsfli Interim Standard 

(2) Numerical requirement for initial procure- 
ment - 350 each 

(3) Additional pertinent information: Area 
Division estimated requirements for. two years are 12L 
un.ts. However, based on experience with the larger 
container (item 3 * above) the Staff feels that this 
item will be required in larger matters than anticipated 
by the Division*. Therefore, the Board has reem— rifled 
a number eul':' I „ ien: tc >*t tne estimated requirements 

■ f the Divisions plus ar additional number to provide 
a minimum stock level p f 200 units. This item is;M 1 
recurring; same as StainteM. Steel Container, 

Stock Ho. 7/8110-000-1597; is not a Cold War Contingency 
item; does not replace other stock item. 



Executive Agent 
DD/P Materiel Board * 



Approved For Release 2001/07/28 : CIA-RDP78-04718A000300050005-0 





